STAT 


STAT 


STAT 



2* Blueprints of a typical corridor of our existing 
building as requested by Erich Hiedemann. 


3. GSA*s meter readings on 15 July 1983 for: 

a. Chilled water temperature - supply and return 

b. Condenser water temperature - supply 

4. Brochure for Bob Formisano on H35*s files to be located 
on the ground floor. 

Sincerely, 


New Building Project Office 
Office of Logistics 


Enclosures 

Distribution: 

Orig - Adse, w/encls 

X- OL/NBPO, w/o ends 


OL/NBPO 


(19 July 1983) 
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